= RT NDT Inspection Form 
A C45 


AEROSPACE 


Work Order Customer 
Serial Number Date 
MAGNAFLUX 


Part Number Pass/Fail 
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Part Number Pass/Fail 
C45-2-1 Side Plate 


C45-11-1 Side Plate Solenoid a ae 


Test Conducted By: Signature: 
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